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LIMITED OFFICIAL USE SINAI 604 

FOR SSM 

E.O. 11652: N/A 
TAGS: PFOR,EG, IS 

SUBJECT: E-SYSTEMS/ZACHRY SFM INSTALLATION SCHEDULE 

REE: SINAI 603 EROM E.E. PEARCY, E-SYSTEMS 

PROJECT MANAGER SFM TO E-SYSTEMS GREENVILLE 

1 . RECOMMEND THAT SSM TAKE THIS MATTER UP AND GET IT 
STRAIGHTENED OUT SO THAT THE INFORMATION CAN BE MADE 
AVAILABLE TO BOTH E-SYSTEMS AND SFM. IF THIS IS COMPANY 
POLICY I BELIEVE AN EXCEPTION MUST BE MADE SO THAT THE 
ENGINEER, CALLOWAY, CAN MONITOR THE PROJECT PROPERLY. 
THORNE 
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